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S-E-C-R-E-T 


(This notice is NOT to be filed in Agency 
manuals. Please destroy after reading.) 


PERSONNEL 



28 January 1972 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 
OFFICE OF THE DIRECTOR 


Effective 31 January 1972, William V. Broe is appointed 
Inspector General. 



Richard Helms 
Director 


DISTRIBUTION: AB 
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GROUP 1 
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